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PART III 
Stores Purchase 


Medical Education Department 


ദർഘാസ് പരസ്യം 


( നമ്പർ 180/ 2014] 


നമ്പർ സി8 -13808 / 2014 / ജി. എം . സി. റ്റി. 


2014 ഡിസംബർ 24 . 


തിരുവനന്തപുരം ഗവൺമെന്റ് മെഡിക്കൽ കോളേജിലെ സെൻട്രൽ ലൈബറിയി ലേക്ക് ആ വ ശ്യ മായ 
ലൈബറി ബുക്കുകൾ വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് 
നമ്പരോടുകൂടി നിശ്ചിത തീയതിക്ക് മുൻപ് പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 എന്ന 
വിലാസത്തിൽ എത്തിച്ചിരിക്കേണ്ടതാണ്. 
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ദർഘാസ് ഫോറത്തിന്റെ വില : 


അസ്സൽ - 


3, 150. 


ശരിപകർപ്പ്- 1,575. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും സമയവും 28 -1- 2015, 3.30 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും സമയവും 29 - 1- 2015, 2.30 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും- 29 -1- 2015, 3 മണി. 


ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട തുക ( 50 ) അധികമായി അയക്കേണ്ടതാണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വില ഓഫീസിൽ നേരിട്ടോ മണിയോർഡർ ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ അപേക്ഷകളും 
നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പംമുദ്രപത്രങ്ങളോമറ്റേതെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും 
മേൽവിലാസം വ്യക്തമല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. മണിയോർഡറുകൾവഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടു 
കൊണ്ടുള്ള അപേക്ഷകൾ ഈ ഓഫീസിൽ 19 - 1-2015 -നുമുൻപ് കിട്ടിയിരിക്കണം. താമസിച്ചുകിട്ടുന്ന മണിയോർഡറുകൾ 
നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാറാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചു കിട്ടുന്നതുമല്ല . താമസിച്ച് കിട്ടുന്ന 
ദർഘാസുകൾ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ഓഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 


[ Tender No . 180/ 2014] 


No. C8 /13808/2014/ GMCT. 

24th December 2014. 
Sealed competitive tenders in the prescribed performa are invited for the purchase of Library Books required for 
the Professor in Charge , Central Library , Government Medical College , Thiruvananthapuram . Tender should be 
superscribed as Tender Number and addressed to the Principal, Government Medical College , Thiruvananthapuram , 
Pin -695 011. Details can be had from this office on working hours till 3.30 p. m . 

Cost of tender form ( inclusive of VAT ) : 


Original - 


3,150 . 


Duplicate - " 1,575. 


Last date and time of sale of tender form — 28 -1- 2015 , 3. 30 p. m . 
Last date and time of receipt of tender form — 29 - 1- 2015 , 2.30 p . m . 


Opening date and time of tender - 29 -1 -2015, 3 p . m . 


Tender form will be sent through post if required provided due amount with sufficient postage charge ( 50 ) is 
sent by way of Money Order in favour of the Principal , Government Medical College, Thiruvananthapuram , Kerala State, 
Pin -695 011 . Money Order should reach this office on or before 19 - 1- 2015 . No other forms of remittance will be accepted . 


List of Books to be purchased during the Year 2014 - 15 


Title 


Author 


Publisher 


Edition 


No . 


- ( 1 ) 


( 2 ) 


(3 ) 


Department of Anaesthesiology 


Latest 


| 1 

2 


Millers Anaesthesia 
Anaesthesia for Cardiac Surgery 


Ronald D Miller 
James A Dinardo & 

David A Zuara 


Elsevier 
Blachwell 
Publishing 


3 


Irwin & Rippe Intensive Care Medicine 


Irwine & Rippe 


Wolter & Kluvers 


(2 ) 


(4) 


(5) 


4 


Robert M Bojar 


Wiley Blackwell 


Latest 


Glenn P Gralvee 


5 
6 


Manual of Perioperative Care in Adult 
Cardiac Surgery 
Cardio Pulmonary Bipass Principles & Practice 
Practical Peroperative Transesophageal 

Ecocardiogram 
A Practical approach to Cardiac Anaesthesia 
McMinn s Colour Atlas of Human Anatomy 


David Sidevotham 


Elsevier 


7 
8 


Frederic A Hensley 
Peter H . Abrahams 


Wolter & Kluvers 
Elsevier & Mosby 


Department of Anatomy 


Kocher 


Elsevier 


Latest 


1 
2 
3 


Elsevier 


Netlers Atlas of Human Embryology 
Bailey s Textbook of Histology 
Anatomy of Upper Limp Thorax Anatomy of 

Lower Limp Abdomen Anatomy of Head , 
Neck , Brain 


M . C . Copen Haven 
Vishram Singh 


Elsevier 


4 
5 


Basics of Human Anatomy 
Principles of General Anatomy 


Ranganathan 
A K Dutta 


S Chand & Co . 
KP Basu 
Publishing Co . 


Elsevier 


Elsevier 


6 
7 
8 
9 
10 


Clinical Neuro Anatomy 
Text Book of Anatomy 
Clinical and Surgical Anatomy 
Atlas of Human Anatomy 
Di Fiore Atlas of Histology 


Fitzgerald 
Vishram Singh 
Vishram Singh 
Frank H Netter 


Elsevier 


Elsevier 


Victor P Eroshenko 


Lippincott 
Williams 


11 


Netters Atlas of Human Embriology 


Larry R . Cocchard 


Icon Learning 
System 


12 


Developing Human Clinically Oriented Embriology 
Text Book of Anatomy, 4 Vol. 
Clinically Oreinted Anatomy 
Essentials of Human Empryology 


Keith L . Moore 
A . K . Dutta 
Kleith L . Moore 
A . K . Dutta 


Elsevier 
Current Books 
Lippincott 
Current Books Int. 


15 


Department of Applied Nutrition 


Staci Nix 


Elsevier 


Latest 


1 
2 


Willam ’s Basic Nutrition and diet therapy 
Fundamentals Food & Nutrition 


Mudambi & Rajagopal 


Department of Biochemistry 


1 


Devlin 


Latest 


Biochemistry with Clinical 

Correlations 


2 
3. 
4 
5 


Principles of Biochemistry 
Text book of Biochemistry 
Biochemistry 
Elements of Medical Genetics 


Voet and Voet 
West and Todd 
Montgomery 
Emery 
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(1) 


(2) 


(3) 


(4) 


(5) 


Department of Cardiology 


1 


Adult Congential Heart Disease 


Thorne Sones 


Latest 


Department of Community Medicine 


Park 


Bhanot 


Latest 


i 
2 
3 


Robert H Tlether etal 


Park s Textbook of Preventive and Social Medicine 
Clinical Epidemilogy the essential 
Epidemilogy and Management for Health 

care for all 


PV Sathe 


4 


Introduction to biostatistics for Medical Students 

and Research Workers 


PSS Sunder Rao, 
J Richard 


5 


Jaypee 


Methods in Biostatistics for Medical Students 

and Research Workers 
Textbook of Public Health of Community Medicine 


6 


Rajvee Bhalwar 


Armed Forces 
Medical College 


8 
9 


Case Control Studies, design , conduct, Analysis 
Clinical Trials - A Practical Approach 
Health Economic -Methods for the Economics 

Evaluation of Health Care 
Contemporary Serological Theories 


James J. Schlesselman 
Staurt J. Pocock 
Drunnond 


10 


Laura Apple Baum 


Department of Dermatology and Venerology 


1 


Dermatology 


Latest 


Jean L . Bolognia 
Joseph L . Forsisgo 
King K . Holmes 


2 
3 
4 


Sexually Transmitted Diseases 
Textbook of Dermatosurgery and Cosmetology 
Lever s Histopathology of the Skin 


Satish S . Sawant 
Davis Elder 


Department of ENT 


1 


Anil K . Lalwani 


McGraw Hill 


Latest 


Current Diagnosis and Treatment- Otolaryngology 

Head and Neck Surgery 
Atlas of skull base Surgery and Neurotology 
Paparella -Otolaryngology, Head and Neck Surgery 


2 
3 


Robet Jackler 


Department of Forensic Medicine 


Academic 


Latest 


1 
2 
3 


JB Mukerjee s Forensic Medicine and Toxicology 
Encyclopedia of Forensic and Legal Medicine 
Kinght s Forensic Pathology 


Elsevier 


RN Karmakar 
Jayson P. James 
Pekka J. Saukko, 
Bernard 
B . Umadethan 


Arnold 


4 


Principles and Practice of Forensic Medicine 


Swamy Law 
Publishers, Kochi 


5. 


PC Dikshit 


Pee Pee 


Text Book of Forensic Medicine 

and Toxicology 


( 1) 


( 2 ) 


(3) 


(5 ) 


6 


Krishan Vij 


Elsevier 


Latest 


Text Book of Forensic Medicine 

and Toxicology 
Forensic Medicine 


7 


Orient Longman 


P. V. Guharaj, 
M . R . Chandran 
K . S. Naryana Reddy 


8 


Essential of Forensic Medicine 

and Toxicology 


K Sugunadevi, 
Hyderabad 


Department of Gastroenterology (Surgical) 
Shakelford s Surgery of the Alimentary Tract 

Shakelford 


1 


Elsevier 


Latest 


Department of Medicine 


Latest 


1 
2 
3 
4 
5 
6 
7 
8 
9 


Christie 


10 


12 


Harrison s Principles of Internal Medicine 
Davidson s Principle and Practice of Medicine 
Kumar and Clark Clinical Medicine 
Cecil Medicine 
Macleod ’s Clinical Medicine 
Infectious Diseases 
Goodman -Gillman Pharmacology 
API Text Book of Medicine 
Current Diagnosis and Treatment in 

Infectious Disease 
Kelly s Text Book of Rheumatology 
Current Diagnosis and Treatment in Rheumatology 
Current Diagnosis and Treatment in Critical Care 
Current Diagnosis and Treatment in 

Emergency Medicine 
CurrentGeriatric Diagnosis and Treatment 
William Textbook of Haematology 
William Textbook of Endocrinology 
Endocrinology, DeGroot 
Adam and Victor s Principles of Neurology 
Localization in Clinical Neurology 
Delong s the Neurologic Examination 
Bickerstaffs Neurological Examination in 

Clinical Practice 
Neurology in Clinical Practice , Bradley 
Braunwald s Heart Disease 
Hurst s the Heart 
Bedside Cardiology , Jules Constant 
Sherlock s Diseases of the liver and bilary System 


14 


16 


17 


En 


18 
19 
20 


26 
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( 1) 


(2 ) 


(5 ) 


27 


Latest 


28 


Sleisenger and Fordtran ’s Gastrointestinal 

and Liver Disease 
Heptinstalls Pathology of Kidney 
Oxford Textbook of Clinical Nephrology 
Comprehensive Clinical Nephrology 
Fishman s Pulmonary Disease and Disorders 
Crofton and Douglas s Respiratory Diseases 


30 
31 
32 


Department of Microbiology 


Partrick R Murray 


Elsevier 


Latest 


1 
2 


David H Persing 


ASM Press 


3 


Line Garcia 


ASM Press 


Medical Microbiology 
Molecular Microbiology -Diagnostic 

Principle and Practice 
Medical Parasitology 
Bennet and Brachman s Hospital Infections 
Alcamo s Fundamentals of Microbiology 
Mannual of Clinical Microbiology Vol. I & II 
Toney and Wilson s Microbiology and Microbial 

Infection 
Principles and Practice of Infectious Disease 


William R Jarvis 
Jeffrey C . Pmmerville 


5 
6 


Patrick R Murray 


7 


GS Wilson , AA Miles 


Lippincott 
Jones and Bartlett 
ASM Press 
William and 
Wilkins Company 
Gerals L Mandell 
John & Bennet 
Lippincott W & W 


8 


Mandell , Douglas and 
Bennet 


9 


Lange 


Elmer Konemen , 
Stephen Allen 
Brooks, Carroll Butol 
Moore Mietyner 
David Greenword 
Richard 


11 


Elsevier 


Koneman s Colour Atlas and Textbook of 

Diagonostic Microbiology 
Javetz Melnich & Adlberg s Medical 

Microbiology 
A Guide to Microbial Infections , 

Pathogenesis, Immunit 

Lab Diagnosis and control 
Mackee & Mc Cartney Practical Medical 

Microbiology 
MedicalMycology - The Pathogenic Fungi 

and Pathogenic Actnomycetes 
Microbiology in Clinical Practice 


12 


Elsevier 


J Gerald Collee, 
Andrew a Transer 


13 


John Williar Rippon 


WB Saunders 


14 


Shanson DC 


Butterworth 
Heinemann 


15 


Textbook of Medical Parasitology 


Jaypee 


16 


C K Jayaram Panicker 
K D Chatterjee 
Jagidshchander 


Parasitology 
Textbook of Medical Mycology 


CBS Publishers 


17 


Mehta 
Publications 


Franfischer 


18 
19 


Fundamentals of Diagnostic Mycology 
Kuby Immunology 


Thomas J Kindt, 
Barbara A Osborn 
Monica Cheesebrough 


WH Freeman & 
Company 


20 


Lab Practices in Tropical Countries 


(1) 


(2 ) 


( 3 ) 


(4 ) 


(5 ) 


21 


Fields Virology ( 2 Volume Set) 


Lippincott W & W 


Latest 


Thomas P Monath , 
Joseph L Melnick 
Iran M Roitt , Peter J 
Belves 


2 


Roitt’s Essential Immunology 


Blachwell 
Publishing 


23 
24 


Stokes Clinical Microbiology 
Dignostic Method in Clinical Virology 


Gramsstoke s 
NR Grist, Constance 
A Roe , J Bell 
HH Fudenberg , JL 
Coldwell , J V Wells 


25 


Basic and Clinical Immunology 


Lange Medical 
Publications 


Latest 


1 
2 


Department of Nephrology 
The Kidney - Brenner and Rector 
Diseases of Kidney and Urinary Tract 

Schrier and Gottschalk 
Hand Book of Dialysis -Daugirdas 
Massry and Glassock ’s Text Book of Nephrology 
The Kindney -Physiology and Pathophysiology 
DW Seldin and G Giebisch 


3 
4 
5 


Department of Neurology 


1 


Jerom E B Posner 


Plum and Posner s Diagnosis of Stupor 

and Coma 
Brain s Diseases of the Nervous System 


Oxford University 
Press 


Latest 


2 


Michael Donaghy 


Oxford University 
Press 


Department of Neurosurgery 


1 


Atlas of Neurosurgical Techniques- Brain 


Thieme 


Latest 


Laligam Sekhar , 
Richard G Fessler 


Thieme 


2 
3 
4 


Anatomic Basis of Neurologic Diagnosis 
Video Atlas of Intracranial Aneurysm Surgery 
Colour Atalas of Cerebral Resacularization : 

Anatomy, Techniques, Clinical Case 


Albetstone 
Nussbaum 
Spetzler 


Thieme 


Thieme 


Department of Obstetics & Gynaecology 


Latest 


1 
2 


Willam ’s Textbook of Gynaecology 
Atlas of Pelvic Anatomy and 

Gynaecology Surgery 


Michel S Baggish 


Department of Nuclear Medicine 


1 


Nuclear Medicine and PET-CT 


Christian 


Amazone 


Latest 


Department of Pulmonary Medicine 


Latest 


2 


Pleural Diseases 
The ICU Book 
Principles and Practice of Mechanical Ventilation 
Webb Thoracic and Cardiovascular Radiology 
Felson s Principles of Chest Roengtenography 


Richard W Light 
Paul L Marino 
Martin J Tobin 


Lippincot W & W 
Lippincot W & W 
McGraw Hill 
Lippincot W & W 


Richard Webb 


4 
5 


Felson 


Elsevier 


KERALA GAZETTE 


[PART III 


(1) 


(2) 


(3) 


(4) 


(5) 


Department of Orthopaedics 


Latest 


1 
2 
3 


Graham Apley — System of Orthopaedics 
Fractures and Joint Injuries — Watson Jones 
Orthopaedics — Samual F Turck 
Mercer Orthopaedic Surgery 
Outline of Fractures — Adam s 


5 


Department of Pathology 


1 


Latest 


Robbins & Cotran 
Harsh Mohan 


2 


Pathologic Basis of Disease 
Text Book of Pathology 
General and Systematic Pathology 
Haematology 
Text and Practical Haematology MBBS 


3 
4 
5 


Underwood 


De Gruchy 
Tejinder Singh 


Department of Paediatrics 


1 


Rennie & Roberton 


Latest 


Rennie and Robertson s Textbook of 

Neonatology 


J Rennie 
Release date 


2 


John P Loherty , Eric C 
Anne R Hansen 


Manual of Neonatal Care ( Lippincott Manual 

Series Formerly known as the Spiral 

Manual Series ) 
Assisted Ventilation of the Neonate 


3 


Jay P Goldsmith , 
Edward H Karotkin 
Remington , Klein , 
Wilson , Nizet 


4 


Infectious Diseases of the Fetus and Newborn 


Saunder 


Balu H Athreya 


Anshan 


5 
6 


Perloff & Marelli 


Saunder 


Paediatric Physical Diagnosis 
Perloff s Clinical Recognition of Congenital 

Heart Disease 
Oxford Handbook of Clinical Nephrology and 

Hypertension 
Primer on Kidney Diseases 


7 


Simon Steddon , Neil 
Ashman 


Oxford University 
Press 


8 


Greenberg , Alfred K 
Cheung 
Neil McIntosh , John O 
Forfar 


9 


Forfar and Arneil s Textbook of Paediatrics 


10 


Disease of the Liver and Bilary System 


Sheila Sherlock and 
James Dooley 


11 


William Textbook of Endocrinology 


Shlomo Melmed , 
Kenneth S . Polonsky 
Nathan & Oski 


12 


Haematology of Infants and Childhood 
Disorders of Respiratory Tract in Children 
Avery s Disease of New Born 


Elsevier 
Elsevier 


Kendig 
Avery 


14 


( 1) 


(2) 


( 5 ) 


15 


AAP Textbook of Paeditaric Care 


Latest 


Thomas K . Tnexny & 
Henry , M . Adam 


16 


17 


Principles and Practice of Paediatric Oncology 
Textbook of Paediatric Rheumatology 
Rudolph s Paediatrics 


Te 


18 


Philip A . Pizzo 
Cassidy & Petty 
Colin D . Rudolph , 
Abraham M Rudolph 
Ellis D . Aoner 


19 
20 


Paediatric Nephrology 
Oxford textbook of clinical nephrology 


Alex M . Favison 


Department of Paediatrics Surgery 


Latest 


1 
2 


Klass N . M A Max 
Mark D . Kilby 


Endoscopic Surgery in Infants and Children 
Fetal Therapy Scientific Basis and Critical 

Evaluation 
Basic Techniques in Paediatric Surgery 
New Born Surgery 
Hinman s Atlas of Paediatric Urologic Surgery 


Springer 
Cambridge 
University Press 
Springer 


3 
4 
5 


Rober Carachi 


Prempuri 


CRC Press 


Latest 


1 
2 
3 


Department of Pharmacology 
Essentials of Medical Pharmacology 

K . D . Tripathi 
Pharmacology and Pharmacotherapeutics 

Satoskar 
Principles of Pharmacology 

Sharma & 

Sharma 
Lippincott s Illustrated Review of Pharmacology Harvey 


Jaypee 
Popular Prakashan 
Paras Medical 
Publisher 
Wolter & Kluvers 


4 


Department of Physical Medicine & Rehabilitation 


1 


Levangle 


Latest 


Sundur 


2 
3 


Jamshid 


Joint Structure & Function Comprehensive 

Analysis 
MCQs in Rehabilitation 
Sports Medicine and Rehabilitation A 

Sports Specific Approach 
Masculo Skeletal Imaging Cases 
Physical Medicine and Rehabililtation 
Stroke Rehabilitation 
Traumatic Brain Injury 
Nurologic Rehabilitation 
Physical Therapy of Cerebral Palsy 
Rehabilitation Stroke 


Randall L Braddom 


4 
5 
6 
7 
8 
9 
10 


Gillen 


Ashley 


Carr 


Millen 


Kaplan 


1 


Text book of Biochemistry 


Department of Physiology 

Sreekumar and 
Vasudevan 


Latest 


2 


Textbook of Pharmacology 


Tripadi 
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( 1) 


(2) 


(3 ) 


(4) 


Cahudhari 


Latest 


3. 
4 


Text book of Physiology 
Physiological Basis of Medical Practice by 

Best & Taylor 
Bern & Levy Physiology 


5 


Department of Plastic Surgery 


Elsevier 


Latest 


QMP 


1 
2 
3 
4 


Tendon Surgery of the Hand 
Facial Rejuvenation 
Lipoabdominoplasty 
Advances in Abdominal 

Wall Reconstruction 
Composite Rhytidectomy 
Endoscopic Plastic Surgery 
Essentials of Cranio Maxillo Facial Trauma 


Tang 
Fib E Baston 
Oswald Saldanha 
Albert Loskew , Jettray 
E Janes 


QMP 
QMP 


5 


Sam T Hamra 


QMP 


6 


Foad Nahal 


7 


Jettrey 


Department of Psychiatry 


1 


Neuropsychological Assessment 


Muriel D Leak 


Latest 


Oxford University 
Press 


2 


IQ and Human Intelligence 


Nicholas Mackintosh 


Oxford University 
Press 
Oxford University 
Press 


3 


Handbook of Psychiatry in Palliative Medicine 


Harvey Max 
Chochinov 


4 


Psycho -Oncology 


Jimmie C Holland 


Oxford University 
Press 


5 


Social Psychology 


David G Myers 


Oxford University 
Press 


6 
7 
8 


Orgainic Psychiatry by Leishman 
Technique of Psychotherapy by Wolberg 
General Psychopathology -Jasper 


Department of Surgery 


Latest 


1 
2 


Essential Surgical Practice - Cuschieri 
Demonstrations of Physical Signs and Clinical 

Surgery -Hamilon Bailey 
Textbook of Operative General Surgery 

Farquharson 
Pathology for Surgeons in Training-Gardner 


3 


4 


Department of Radiodiagnosis 


1 


The ICU Book 


Paul L Marino 


Lippincott 


Latest 


2 


Textbook of Radiology and Imaging-by 

David Sutton 


(1) 


(2) 


(2) 


3 


(4) 


(4 ) 


(5 ) 


3 


Latest 


4 


Radiology : Diagnosis , Imaging , Intervention 

by Taveras and Ferrucci 
Alimentary Tract Radiology — by 

Alexander R . Margulis 
Text Book of Gastrointestinal Radiology — by 

Richard M . Gore MD, Marc S . Levine MD 
Grainger and Allison s Diagnostic Radiology — by 

Grainger and Allison 


5 


6 


Department of Thoracic and Cardio Vascular Surgery 


1 


Stephen C . Yang 


Mosby 


Latest 


2 


Current Therapy in Thoracic and 

Cardiovascular Surgery 
Comprehensive Surgical Management of 

Congenital Heart Disease 
Heart Transplantation 


Richard A . Jonas 


Hodder Arnold 


3 


James Kirklin 


Churchill 
Livingstone 
Mosby 


4 


Larry Kaiser 


Essentials of Thoracic Surgery : 

Surgical Foundations 


5 


Paediatric Cardiac Surgery 


Constantine 
Mavroudis 


Mosby 


Department of Transfusion Medicine 


1 


Apheresis : Principles & Practice 


Latest 


Bruce C . McLeod , 
Zbigniew M 
Sally V , Rudmann 


AABB Press 
(American ) 


2 


AABB Press 


Serologic Problem -Solving : A Systematic 

Approach for improved Practice 
Judd s Methods in Immunohematology 


3 


AABB Press 


Judd WJ, Johnson 
ST, Storry 
Paul D Mintz 


4 


AABB Press 


Transfusion Therapy, Clinical : Principles and 

Practice 


5 


Hemostasis and Thrombosis : Basic Principles 

and Clinical Practice 


Robert W Colman , 
Victor J Marder 


Lippincott 
Williams and 


6 


Dan Longo 


McGraw - Hill 


Harrison ’s Hematology and Oncology 

(Harrison s Specialties) 
Scientific Bases of Transfusion Medicine 

Anderson & Ness 


7 


8 


Blood Transfusion in Clinical Medicine Mollison 


Department of Urology 


Latest 


1 
2 
3 
4 


Female Urology Practical Guide 
Color Atlas of Endourology 
Paediatric Urology 
Atlas of Laparoscopic Urology with DVD 


Springer 
Lippincott 
Taylor and Francis 


Bishoff 


Elsevier 
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(1) 


(2) 


(3) 


(4 ) 


(5) 


Department of Central Library 


GP Pal 


Latest 


1 
2 


3 
4 
5 


Text Book of General Anatomy 
Biochemistry -A case Oriented Approach by 

Montgomery 
Text Book of Medical Biochemistry 
Text Book of Histology 
Cardiac Anatomy 


Bhagwan 
Bailey 
Andersen RH 


Churchuill 
Livingstone 


6 


Text Book of Medical Physiology 


Geetha N 


Paras Medical 
Publisher 


7 


Essential Pediatrics 


OP Ghai 


S Das 


8 
9 


Clinical Surgery 
Text Book of Obstetrics 


Sheila Balakrishnan 


Paras Medical 
Publisher 


10 


Text Book of Gynaecology 


Sheila Balakrishnan 


Paras Medical 
Publisher 


Current Medical Diagnosis and Treatment 
Paediatrics Clinical Examination 


Biochemistry 
Clinically Oriented Anatomy 
Bailey and Love Short Practice of Surgery 
Hutichison ’s Clinical Methods 


Santhoshkumar 
Sathyanarayana 
Moore 
Norman 
Michel Swash 


15 
16 


TENDER SCHEDULE 


1. The period for which the rates to be in firm — One year. 


2. The rates should be inclusive of all taxes, otherwise tender will be rejected without any notice and free delivery at 

the department concerned . 
3. Advance payments conditions will not be considered . 
4 . Tender forms are neither transferable nor the cost of it will be refundable under any circumstances . 
5 . Tenders are to be sent with details and illustrated pamphlet (wherever necessary ) neatly typed . Manuscripts should 

be avoided as far as possible . 
6 . Tenders should be accompanied with a formal agreement executed in ` 100 Kerala non Judicial Stamp Paper together 

with required sum of Earnest Money Deposits . 
7 . Earnest Money Deposits ( one percentage ) of the total cost of the articles quoted for can be remitted by way of 

crossed Demand Drafts drawn in favour of the Principal, Government Medical College , Thiruvananthapuram . 
8. Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies of 

relevant certificate along with their tenders . 
9 . Tenders unsealed , unsigned or submitted without superscription as specified are liable to be rejected . 
10 . Tenders submitted with insufficient Earnest Money Deposit will not be entertained . 
11. Belated tenders will not be considered under any circumstances. 
12. Attested copies of relevant certificates of Income Tax return , Federation Certificate, Registration Certificate , PAN No., 

Tin No. & GOC Circular and ISO Certificate should be attached along with the tender. 


13. Tenders should bear the signature and full postal address of the tenderers and witness whereever necessary . 
14. The undersigned reserves the right to reject any tender wholly or partially without any prior information to the 

tenderers . 
15 . Specifications of the items are given in the list. 
16 . Negotiation will be made only with the firm offering lowest price whose specification confirm to the requirements in 

- the tender notification . 
17. Tender will be opened in the presence of each of the tenderers or his authorized representative who may present 

at that time. 


18 . More details can be had from this office on working hours. 


Government Medical College, 
Thiruvananthapuram . 


( Sd.) 
Principal. 


mentioned . Quotations not stipulating period of 
firmness and with price variation clause and /or subject to 
prior sale condition are liable to be rejected . 

Superscription _ ""Quotation No. S4 -13229 / 14/ MCC for 
purchase of Print Journals for Central Library ” . 

Estimate Cost _ 5,00 ,000 . 

Due date and time for receipt of quotation 
30 - 1- 2015 , 11 a. m . 


Date and time of opening of quotation — 30 - 1 -2015, 
11 . 30 a . m . 


ക്വട്ടേഷൻ ദീർഘിപ്പിക്കൽ പരസ്യം 
നമ്പർ എസ്. 4/ 13229/ 2014/ എം . സി . സി . 2014 ഡിസംബർ 24. 

കോഴിക്കോട് മെഡിക്കൽ കോളേജിലെ സെൻട്രൽ 
ലൈബ റി യി ലേക്ക് പിന്റ് ജേർണൽ സ് വിത രണം 
ചെയ്യു ന്ന തി ന് പസാധകർ, അംഗീകൃത വിത ര ണ ക്കാർ 
എന്നിവരിൽ നിന്നും മുദ്രവച്ചതും മത്സരാടിസ്ഥാനത്തിലുള്ള 
തുമായ ക്വട്ടേഷനുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക - 5,00 ,000. 
ക്വട്ടേഷനുകൾ ക്വട്ടേഷൻ നമ്പർ മേലെഴു ത്തോടുകൂടി 
നേരിട്ടു നൽകുകയോ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് മെഡിക്കൽ 
കോളേജ്, കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ അയയ്ക്കുകയോ 
ചെയ്യേണ്ടതാകുന്നു . ക്വട്ടേഷനുകൾ 30 -1- 2015 - ന് രാവിലെ 
11 മണിക്ക് മുമ്പായി ഓഫീസിൽ ലഭിച്ചിരിക്കേണ്ടതാകുന്നു . 
വൈകി ലഭിക്കുന്ന ക്വട്ടേ ഷ നു കൾ സ്വീക രിക്കു ന്ന ത ല്ല . 
ക്വട്ടേഷനുകൾ അവ സമർപ്പിച്ച വരു ടെ യോ , അംഗീകൃത 
പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ 30 - 1- 2015 - ന് രാവിലെ 
11.30 - ന് തുറക്കപ്പെടും. പുസ്തകങ്ങളെ സംബന്ധിച്ചും മറ്റ് 
വിശദ വിവരങ്ങൾക്കും പ്രവൃത്തി സമയത്ത് ഓഫീസുമായി 
ബന്ധപ്പെടുക. 
- ടൈറ്റിൽ അടി സ്ഥാ ന ത്തിൽ അ നു വ ദി ക്കാ വുന്ന 
ഡിസ്കൗണ്ട്, വിതരണത്തിന് ആവശ്യമായ പരമാവധി സമയം, 
താങ്കൾ പതി നി ധീ ക രി ക്കു ന്ന പസാ ധ കരുടെ ലിസ്റ്റ്, 
വിതരണ രീതി അയയ്ക്കുന്നതിനുള്ള ചെലവ് എന്നിവയും 
ക്വട്ടേഷനോടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 


Date up to which the rate to be firm for acceptance 
31 - 3 - 2015 . 


Designation and address of the officer to whom the 
quotation is to be sent — The Principal, Government 
Medical College, Kozhikode -8 . 


The acceptance of the quotation will be subject to 
the following conditions. 


1. Acceptance of the quotations constitutes a 

concluded contract. Nevertheless the successful 
tenderer must with in a fortnight/a month after 
the acceptance of his quotation at his own cost 
for the satisfactory fulfillment of the contract , if 
so required . 


No. S4/ 13229/2014/ MCC . 


24th December 2014. 


Sealed quotations are invited for the supply of Print 
Journals for Central Library of Government Medical 
College , Kozhikode. The rate quoted should be for 
delivery of the articles at the places mentioned below . The 
necessary superscription , the due date for the receipt of 
the quotations, the date up to which the rates will have 
to remain firm for acceptance and the name and address 
of officer to whom the quotation is to be sent are noted 
below . Any quotations received after the time fixed on 
the due date is liable to be rejected . The maximum 
period required for delivery of the articles should also be 


Withdrawal from the quotation after its 
acceptance or failure to supply within a specific 
time or according to specification will entail 
cancellation of the order and purchase being 
made at the offerers expense from elsewhere, any 
loss incurred thereby being payable by the 
defaulting party. In such an event the 
Government reserve also the right to remove the 
defaulter s name from the list of Government 
suppliers permanently or for a specified number of 
years . 
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3. Samples duly listed should be forwarded if called 

for under separate cover and the unapproved 
samples got back as early as possible by the 
offerers at their own expenses and the 
Government will in no case be liable for any 
expenses on account of the value of the samples 
or their transport charges etc . In the case the 
samples are sent by Railway , the Railway receipt 
should be sent separately, and not along with the 
quotation since the quotation will be opened only 
on the appointed day and demurrage will have to 
be if the railway parcels are not cleared in time. 
Quotations for the supply of materials are liable 
to be rejected unless samples, if called for, of the 
materials tendered for are forwarded . The 
approved samples may or may not be returned at 
the discretion of the undersigned . Samples sent 
by " V . P . Post of freight to pay will not be 

accepted . 
4 . No representation for enhancement for price once 

accepted will be considered during the currency 
of the contract. 


-- 9. The price quoted shall be inclusive of all taxes, 

duties, cesses etc . which are or may become 
payable by the contractor under existing or future 
laws or rules of the country of origin / supply of 
delivery during the course of execution of the 

contract. 
10. Tenderers shall be quote also the percentage of 

rebate (discount ) offered by them incase the 
payment is made promptly within fifteen days / 
within one month of taking delivery of stores. 
Special conditions if any, printed on the 
quotations sheets of the tender or attached with 
the tender will not be acceptable to the contract 
unless they are expressly accepted in writing by 
the purchaser. 


Specification 
Available discount, maximum time required to supply 
the books, list of publishers represented by you , Mode 
of supply, freight charges are also to be furnished with 
quotation . 
Govt. Medical College, 

( Sd.) 
Kozhikode . 

Principal. 


5 . Any attempt on the part of tenderers or their 

agent to influence the officers concerned in their 
favour by personal canvassing, will disqualify the 
tenderers . 


പുനർ ദർഘാസ് പരസ്യം 


6 . If any licence or permit is required , tenderers must 

specify it in their quotation and also state the 

authority to whom application is to be made . 
7. The quotation may be for the entire or part 

supplies. But the tenderers should be prepared 
to carry out such portion of the supplies included 

in their quotation as may be allotted to them . 
8 . (a ) In case where a successful tenderer after 

having made partial supplies, fails to fulfill 
the contracts in full, all or any of the 
materials not supplied may at the discretion 
of the purchasing officers , be purchased by 
means of another tender /quotation or by 
negotiation or from the next higher tenderer 
who had offered to supply already had the 
loss, if any caused to the Government shall 
thereby together with such sums as may be 
fixed by the Government towards damages be 

recovered from the defaulting tenderer. 
(b ) Even in cases where no alternate purchase 

are arranged for the materials not supplied 
the appropriate portion of the security 
deposit based on the cost of the materials 
not supplied at the rate shown in the tender 
of the defaulter shall be forfeited and balance 
alone shall be refunded . 


നമ്പർ എസ5/10259 /2014 / എം . സി. സി . 2014 ഡിസംബർ 26. 
- കോഴിക്കോട് മെഡിക്കൽ കോളേജിലെ കോളേജിയേറ്റ് 
ഹോസ്പിറ്റലുകളിലെ ഉപയോഗിച്ച് ഏകദേശം 900 ലിറ്റർ 
ഹൈപ്പോസൊലൂഷൻ നീക്കം ചെയ്യുന്നതിലേക്ക് നിർമ്മാതാ 
ക്കളിൽനിന്നോ അവരുടെ അംഗീകൃത വിതരണക്കാരിൽ നിന്നോ 
മുദ്രവച്ചതും മത്സരാടിസ്ഥാനത്തിലുള്ളതുമായ ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 

ദർഘാസ് ഫോറങ്ങളും വിശദാംശങ്ങളും മെഡിക്കൽ 
കോളേജ് ആഫീസിൽനിന്ന് പ്രവൃത്തി സമയത്ത് ലഭ്യമാണ് 
( ഫോൺ- 0495 - 2350212 ). " 100 - ന്റെ കേരള മുദ്രപ്പത്രത്തിൽ 
നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രവും വാഗ്ദത്ത തുകയുടെ 
1 % നിര ത ദ വ്യ ത്തോടും കൂടി താഴെ നൽകിയിരിക്കുന്ന 
മേലെഴുത്തുമായി ദർഘാസ് സമർപ്പിക്കേണ്ടതാണ്. സംസ്ഥാന 
ത്തിന് പുറത്തുള്ള സ്ഥാപനങ്ങൾക്ക് മുദ്രപ്പത്രം ലഭിക്കുന്നതിന് 
- 150 മണിയോർഡർ സഹിതം പ്രിൻസിപ്പാൾ, ഗവ. മെഡിക്കൽ 
കോളേജ്, കോഴിക്കോട് എന്ന വിലാസത്തിൽ അപേക്ഷി 
ക്കേണ്ടതാണ്. നിരതദ്രവ്യ സമ്മതപത്രത്തിന്റെമാതൃക ദർഘാസ് 
ഫോറത്തിൽ അനുബന്ധമായി ചേർത്തിട്ടുണ്ട്. 
- വില ഇന്ത്യൻ രൂപയിൽ രേഖപ്പെടുത്തിയിരിക്കേണ്ടതാണ്. 
നികുതികളും മറ്റും വെവ്വേറെ പരാമർശിക്കേണ്ടതാണ്. കടത്ത്, 
ഇൻഷ്വറൻസ്, കയറ്റിറക്ക്, യന്ത്രസാമഗ്രികൾ സ്ഥാപിക്കൽ, 
കമ്മീഷൻ എന്നീ ചെല വു കൾ ദർ ഘാ സു കാർ സ്വയം 
വഹിക്കേണ്ടതാണ്. തുക നൽകുന്നത് ഇന്ത്യൻ രൂപയിലാ 
യിരിക്കും. 

- വൈകി ലഭിക്കുന്നതും മതി യായ നിര ത ദ വ്യം , 
സമ്മതപത്രം, മററു ദർഘാസ് വ്യവസ്ഥകൾ എന്നിവ പാലിക്കാ 
ത്തതുമായ ദർഘാസുകൾ മറ്റൊരറിയിപ്പും കൂടാതെ തന്നെ 
നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാറ്റം ചെയ്യാൻ 


W 


പാടുള്ളതല്ല . ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണി 
യോർഡർ ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് 
ഫോറത്തിന്റെ ഡ്യൂപ്ലിക്കേറ്റ് വില നൽകി വാങ്ങാവുന്നതാണ്. 
ദർഘാസുകൾ താഴെ സൂചിപ്പിച്ചിരിക്കുന്നതുപ്രകാരം ദർഘാസു 
കാരന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ 
തുറക്കുന്നതാണ്. 

മേലെഴുത്ത്- ദർഘാസ് നമ്പർ എസ്5 / 10259 / 2014 / 
എം . സി . സി . - കോളേ ജി യേറ്റ് ഹോസ്പിറ്റലു ക ളി ലേക്ക് 
ഉപയോഗിച്ച ഹൈപ്പോസൊലൂഷൻ നീക്കം ചെയ്യുന്നതിലേക്ക്. 

അടങ്കൽ തുക - 2,25,000. 
നിരതദ്രവ്യം - ടെണ്ടർ തുകയുടെ 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില - 525 . 


തപാൽ വഴി 575. 


ദർഘാസ് ഫോറങ്ങൾ തപാൽവഴി വിൽക്കുന്ന അവസാന 
തീയതി 28 -1- 2015. 


- ദർഘാസ് ഫോറങ്ങൾ നേരിട്ട് വിൽക്കുന്ന അവസാന 
തീയതിയും സമയവും 5- 2 - 2015 , 3.30 മണി. 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 6- 2 - 2015, 11 മണി. 

- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 6- 2 - 2015, 
11.30 മണി. 

ദർ ഘാസ് ഫോറം ലഭി ക്കു ന്ന തിനും സമർപ്പിക്കു 
ന്നതിനുമുള്ള മേൽവിലാസം - പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
മെഡിക്കൽ കോളേജ്, കോഴിക്കോട്- 8. 


specified below . The tender should be submitted 
along with an agreement executed in Kerala Stamp Paper 
- 0 

- 

h 
" 100 ( Rupees One hundred only ) and Earnest Money 
Deposit @ 1 % of quoted price . Stamp Paper will be 
supplied to the firm outside Kerala , on request along with 
the remittance of ` 150 (Rupees One hundred and fifty 
only ) ( 100 towards the cost of Stamp Paper and " 50 as 
incidental charge ) by Money Order taken in favour of 
Principal, Government Medical College , Kozhikode . 
Specimen copy of the agreement is annexed with the 
tender form . 

Rates should be quoted in Indian Rupees only . All 
the taxes applicable is to be clearly mentioned . Freight, 
insurance, loading , unloading , erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit , 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque , Draft, Postage Stamps etc . 
will not be accepted towards the cost of tender forms. 
Duplicate copy of tender form can be obtained on 
payment of cost . The tender will be opened as detailed 
below . Belated tenders will not be accepted . 

| Superscription _ Tender No. S5 -10259 / 2014/ MCC for 
the Disposal of used Hyposolution to the Collegiate 
Hospital. 

Estimated cost - 2, 25 ,000 . 
Cost of tender form — 525 . 

By post - 575. 
Last date of sale of tender form by post — 28 -1-2015. 

Last date and time of sale of tender form 
5 -2 -2015 , 3 .30 p . m . 

Due date and time for receipt of tender - 6 - 2 - 2015 , 
11 a . m . 

Date and time of opening of tender - 6 - 2 - 2015 , 
11.30 a. m . 

Date up to which the rates are to be firm — 31- 3 -2015 . 

Person to be addressed for buying and submitting 
tender form — Principal, Govt. Medical College, Kozhikode , 
Kerala , India , Pin -673 602 . 


നിരക്ക് പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി 31- 3- 2015 . 


നിബന്ധനകൾ 


1. നിർമ്മാതാവിൽ നിന്നുള്ള കൈപുസ്തകം (തനത്) 

ദർഘാസിനോടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 
2. ആവ ശ്യ പ്പെടുന്നപക്ഷം ദർഘാ സു കാ രൻ സ്വന്തം 

ചെലവിൽ സാധന സാമഗ്രികൾ പരിശോധനയ്ക്ക് 
വിധേയമാക്കേണ്ടതാണ്. 


3. വാറണ്ടി ചുരുങ്ങിയത് 2 വർഷം. 
4. വാർഷിക അറ്റ കു റ്റ പ്പണി/ സമഗ വാർഷിക 

അറ്റകുറ്റപ്പണി ( ചുരുങ്ങിയത് 5 വർഷം) നിരക്കുകൾ 
വെവ്വേറെ സൂചിപ്പിച്ചിരിക്കേണ്ടതാണ്. ആവശ്യമെങ്കിൽ 
സാധന സാമഗ്രികളുടെ തെര ഞ്ഞ ടു പ്പിന് ഇ 

നിരക്കുകൾ പരിഗണിക്കേണ്ടതാണ്. 
5. മുൻകൂർ തുക നൽകേണ്ടതല്ല. 


Special Conditions 


1. 


No. S5-10259 /2014/ MCC . 

26th December 2014. 
Sealed and competitive tenders in prescribed form are 
invited from the manufacturers or authorized dealers for 
the supply of Disposal of used Hyposolution (900 ltrs.) 
from the Department of Collegiate Hospitals, Medical 
College , Kozhikode. 

Tender forms and details of tender can be had from 
the Office of the Principal , Govt. Medical College , 
Kozhikode during working hours (Phone -0495 -2350212 ). 
Tender should be superscribed with Tender No . as 


The brochure issued by the manufacturer in original 
should be attached . 
The firm should be arranged demonstration at his 
own cost, if requested . 
Warranty : minimum 2 years . 
AMC and CAMC: Minimum 5 years. AMC and 
CAMC rate (to be mentioned separately ) will be 
considered for selection if necessary . 
No advance payment will be made. 


5. 


KERALA GAZETTE 


[PART III 


പ്രത്യേക നിബന്ധനകൾ 


ഒരു ലിറ്റർ ഹൈപ്പോസൊലൂഷന് ഇതേ രൂപ നിരക്ക് 
എന്ന് പ്രത്യേകം കാണിച്ചിരിക്കണം. നിയമ പ്രകാരമുള്ള 
വിൽപ്പന നികുതി ശേഖരിക്കുന്ന സൊലൂഷന്റെ പണമടയ്ക്കുന്ന 
സമയത്ത് ഓഫീസിൽ അടയ്ക്കേണ്ടതാണ്. ദർഘാസ് നടപടികൾ 
തള്ളി ക്ക ളയാനോ ദീർഘിപ്പിക്കാനോ ഉള്ള അധികാരം 
പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമാണ്. ഏറ്റവും കൂടുതൽ തുക 
വാഗ്ദാനം ചെയ്യുന്ന ടെണ്ടറായിരിക്കും അംഗീകരിക്കുന്നത്. 
വൈകി കിട്ടുന്നതോ ന ന ത കൾ ഉള്ളതോ ആയ 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസിന്റെ കാലാവധി 
കരാറിൽ ഒപ്പ് വെയ്ക്കുന്ന തീയതി മുതൽ 2 വർഷമായിരിക്കും. 


Government Medical College , 
Kozhikode - 8. 


( Sd.) 
Principal. 


